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1. NEGATIVE ALERT FOR 15TH. HOWEVER, FORECAST LOOKS FAVORABLE 
FOR 16TH, WILL CONFIRM, 

2. FYI, IT APPEARS THAT YOUR TDY MAY CONTINUE FOR SOME TIME 
AND THEREFORE, SUGGEST YOU MAY WANT TO LOOK AT A ROTATION PLAN FOR 
PERSONNEL, UNABLE TO ESTIMATE POSSIBLE DURATION THIS TIME. 

3. IT I8 EXPECTED THAT ALL TAKE WILL BE AIRLIFTED AND PROCESSED 
AT OTHER THAN| —_—«|[LOCATION, ALSO EXPECT NORMAL "B" PILM EXPOSURES 
TO APPROXIMATE ONLY 1,000 FT. PLS PREPARE FOR RELATIVELY SMALL FILM 
LOADS OF NOT M OVER 2,000 TO 2,500 FT. CAN AND DO YOU RECOMMEND 
CUTTING AND REWINDING SMALL SPOOLS? DON'T OBJECT TO WASTED FILM SO 
MUCH AS THE UNNECESSARY PROCESSING TIME, ADVISE HQ YOUR RECOMMENDATIONS 
THIS SUBJECT RE FILM LOADING. avcue 
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